ATTENTION 


READ ME FIRST 


This manual is formatted for printing on letter paper, 


the USA standard. To print on A3 paper, choose "Fit 


to paper" while printing from Adobe Acrobat software. 


You can download the latest version of the free Adobe 


Acrobat Reader from http://www.adobe.com 



Save the forest. Print both sides. 



ATENCIÓN 


HEATHKIT 
OSCILLOSCOPE 
model 
OM − 1 


Este documento es copia por escaner del manual arriba citado. Deseo que sea de la mayor 


utilidad para el público en general, y considero que la mejor forma de conseguirlo es liberalizando 


su distribución aunque manteniendo el Copyright. Por tanto, este documento es gratuito o 


"freeware" pero no comercializable o "public domain". Así pues, cualquiera que haga o distribuya 


copia del mismo deberá copiar el documento completo incluida esta página, y ya sea impresa o 


en formato electrónico, sea gratuita o cobrando como máximo y únicamente el valor del soporte, 


tendrá que dar al receptor de la misma el mismo derecho de libre copia y distribución que él tiene. 


Este documento se distribuye con el deseo de que sea útil pero SIN NINGUNA 


GARANTÍA, ya sea implícita o explícita. En otro caso véase el manual original. 


NOTICE 


HEATHKIT 
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model 
OM − 1 


This is a scanned copy of the above manual. I want this document to be of the greatest 


possible use to the public, and believe that the best way to achieve this is to make it free from 


proprietary claims, keeping it as freeware but not as public domain. If you create or distribute copies 


of this document, whether in printed or electronic form, whether gratis or for a fee (only to cover 


media), you must copy the full document including this page and must give the recipients all the 


rights that you have, including the right to freely copy and distribute it. 


This document is distributed for informational purpose only and in the hope that it will be 


useful, but WITHOUT ANY WARRANTY, either express or even the implied warranty of 


MERCHANTABILITY or FITNESS FOR A PARTICULAR PURPOSE (you must look at the original 


instead). 
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